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those voting against the question shall deposit a ballot with a check
or cross mark in the square after the words 'Opposed to'."
Only those persons otherwise qualified and owning taxable prop-
erty within the area shall be entitled to vote. The officials responsible
for canvassing the results of the election shall, within ten days, cer-
tify such results to the clerk of court of the county and to the Sec-
retary of State.
SECTION 3. District to be established if referendum favor-
able.-If a majority of those voting in the election vote in favor of
the creation of the fire district, there is hereby established the Ark-
wright Area Fire District in Spartanburg County encompassed
within the lines as shown on a plat recorded in the R. M. C. office of
Spartanburg County in plat book 47, at page 313.
SECTION 4. Board established-members and terms.-After the
creation of the Arkwright Area Fire District, there is established a
board of fire control for the district to be composed of three members
who shall be appointed by the Governor upon the recommendation
of a majority of the Spartanburg County Legislative Delegation.
Provided, that of those first appointed one member shall serve for a
term of two years, one member shall serve for a term of four years
and one member shall serve for a term of six years or until their
successors are appointed and qualify. The members of the board
shall serve without pay and shall file annually a report with the
Spartanburg County Board of Control not later than the first of No-
vember of each year, showing all activities and disbursements made
by the board during the year.
If at least twenty per cent of the qualified electors residing in the
district petition the commissioners of election by the first of Sep-
tember of any general election year, the commissioners shall call an
election to be held at the following general election for the purpose of
electing a member to the board to succeed the member whose term
will expire during such year, for a six-year term. Thereafter, mem-
bers shall be elected in each succeeding general election for terms of
six years.
SECTION 5. Powers and duties.-The board shall have the fol-
lowing duties and responsibilities:
(a) To buy such fire fighting equipment as the board deems neces-
sary for the purpose of controlling fires within the money allocated
or made available to the board for such purposes.


